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UNCLASSIFIED 

PAGE 01 IAEA V 03997 131609Z 

55 

ACTION 10-13 

INFO OCT-01 ISO-OO /014W 

109344 

R 13 143 1Z MAY 76 
FM USMISSION IAEA VIENNA 
TO USERDA GERMANTOWN 
INFO SECSTATE WASHDC 7536 

UNCLAS IAEA VIENNA 3997 

PASS IO/SCT 

EO 11652: N/A 

TAGS: AORG, IAEA, TECH, EAID, CY 

SUB J : US EQUIPMENT GRANT TO IAEA FOR 1974 (CYPRUS/5/08) 

REF: A. AMMONS/CONGDON TWX R041347Z MAY 76 

B. AMMONS/CONGDON TWX R031730Z MAY 76 

C. AMMONS/CONGDON TWX R291729Z APR 76 

1 . MISSION APPRECIATES INFO TRANSMITTED REFERENCES 
AND RESPONDS AS FOLLOWS: 

A. TO REF A, BOTH AGENCY AND MISSION SUGGEST 
ERDA IS IN BEST POSITION TO MAKE FINAL 
JUDGMENT (APART FROM ANOTHER EXTENSIVE DELAY IN 
SENDING NEW BROCHURES TO CYPRUS FOR THEIR ANALYSIS 
OF WARREN-SHEARER EQUIPMENT) ON WHICH OF TWO 
ENVIRONMENTAL CHAMBERS TO SELECT. AS MISSION 
FINDS IT DID NOT RPT NOT RETURN SET 

OF BRUCHURES, TECHNICAL DESCRIPTIONS, AND BIDS, WHICH 
ARE STILL IN OUR FILES, MISOFF HAS MADE DETAILED 
COMPARISON BETWEEN TWO UNITS (I.E., SHERER MODEL 
CEL 38-15 AND CONTROLLED ENVIRONMENT MODEL E-15) 
UTILIZING BIDS AND TECHNICAL DESCRIPTIONS. RESULT 
OF THIS COMPARISON SHOWS NO NOTICEABLE DIFFERENCES 
BETWEEN TWO UNITS. DIMENSIONS ARE WITHIN FEW INCHES 
OF EACH OTHER, LIGHTING AND COOLING SYSTEMS ARE 
VIRTUALLY IDENTICAL, TEMPERATURE LIMITS ARE WITHIN ONE 
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CONTROLS BY 24-HOUR TIME CLOCK AND PROGRAMMING 
BY THERMISTIC SENSORS ALSO SEEM QUITE SIMILAR. 
THEREFORE, AS LONG AS SHERER UNIT CAN MEET 
ELECTRICAL REQUIREMENTS OF CYPRUS (SEE, E.G., 

75 STATE 22928) WHICH APPEARS TO BE CASE, AS SHERER'S 
QUOTATION STATES INTER ALIA "MODIFIED TO OPERATE ON 
SPECIFIED VOLTAGE", MISSION RECOMMENDS ORDERING 
WARREN-SHERER UNIT CEL 38-15 PLANT GROWTH CHAMBER. 
MISSION IS RETURNING OUR COPIES OF BID DOCUMENTS 
AND TECHNICAL DESCRIPTIONS TO AMMONS (ERDA). 

RABSON (AGENCY), WHEN CONSULTED FOR HIS ADVICE, 
SUGGESTED AMMONS MAY WISH CONTACT BILL SEIGELMAN 
(BROOKHAVEN, BIOLODY DEPT.) FOR AUTHORITATIVE 
OPINION BOTH UNITS. 

B. IN RESPONSE TO REF B, PLEASE ADVISE DELIVERY 
DATE OF TROXLER MOISTURE PROBE AS SOON AS 
KNOWN. CYPRUS OFFICIALS HAVE BEEN INFORMED BY 
AGENCY THAT THEY CAN EXPECT RECEIPT OF EQUIPMENT 
BY EARLY JUNE. 

C. IN RESPONSE TO REF C, MISSION APPRECIATES 
PROBLEMS WHICH HAVE ARISEN IN IMPLEMENTING THIS 
PROJECT. SUGGEST, HOWEVER, THAT BEFORE TOO MUCH AD- 
DITIONAL TIME LOST, AND IN LIGHT OF SAVINGS WHICH 
MAY BE REALIZED IN RESPECT OF ENVIRONMENTAL GROWTH 
CHAMBER PURCHASE (I.E. $6,500 FOR WARREN-SHERER 
UNIT VERSUS $9,500 FOR CONVIRON) THAT OTHER 
PRIORITY ITEMS BE ORDERED AS EXPEDITIOUSLY AS 
POSSIBLE, WITH PROCUREMENT AT CURRENT PRICES OF 
EQUIPMENT FOR WHICH BIDS ALREADY OBTAINED AND MINI- 
MUM TIME SPENT OBTAINING NEW BIDS. 

2. WILL APPRECIATE EXPEDITIOUS CONCLUSION OF ALL 
PROCUREMENT CONTRACTS FOR EQUIPMENT UNDER THIS 
PROJECT. PLEASE ADVISE OF DELIVERY DATES. STONE 
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Automatic Decaptioning: X 
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Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TECHNICAL ASSISTANCE, EQUIPMENT, ENVIRONMENT, GRANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 13 MAY 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV03997 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 86-0395 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760559/aaaabyjy.tel 

Line Count: 97 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
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Page Count: 2 
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Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
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Review Comment: n/a 
Review Content Flags: 
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Review Event: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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Subject: US EQUIPMENT GRANT TO IAEA FOR 1974 (CYPRUS/5/08) 
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To: ERDA 
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